The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 

SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



07/13/2011 


Elle Rackeiiiann 

Assistant District Attorney, Suffolk County 


Dear ADA Rackemann, 


Enclosed is the infonnation you requested in regards to Commonwealth vs.j 
Included are copies of the following: 


1. Curriculum Vitae for Annie Dooklian and Stacey Feiden. 


2. Dmg Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Stacey Feiden was the custodial chemist and perfomied the preliminary testing and net weight for 
this sample. Annie Dookhan was the confinnatoiy chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 

Sincere^ 

Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 






Curricuhim Vitae 


Annie Khan (Dookhau) 

Education.' 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. MassacliuscHs Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Conunissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws, 

♦Trained in the use of cojuplex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/slandards. 
* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

QC Analyst L U . UMMS-Massacliusetts Biologic Laboratory, QC Materia! Control 

♦Completed proficiejtcy training conducted by a member of the staff within (he MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enlianctng vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical inshumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the PDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck hidex, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FPiR course with Spectres. 

TOC training with MBL and Sievers. 

Association: i 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk OIG PRR 039246 




Desjardins 

slacey.feiden@state.ma.us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science—Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 
Chemist I 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope. Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001 -May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010; DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005; Internship with the New Hampshire State Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry 1,11, 
and III, Biochemistry, Advanced Inorganic Chemistry 


Folk OIG PRR 039247 




Sotsfomr^lce 

D£PARTMBNr 

DRUG RECEIPT PAGE # j (:> 7- _ 

DESTRUCTION # __ 

District/Unit b "b ccj _^_ 

Name & Rank of Arresting Officer ScfV 'TifgiV- l^€.€/1ie.r-' _ID# / /) ^ 




LAB USE ONLY 

DESCRIPTION OF ITEMS SUBMITTED GROSS GROSS ANALYSIS 

QUANTITY WEIGHT i NUMBER 



To be completed by ECU personnel only 



ECU Control #_ 


Folk OIG PRR 039248 


BPD Form 0038-8IS-0907 (prev. 1753) 


























9/20 













DRUG POWDER ANALYSIS FORM 


SAMPLE# 



No. of samples tested: 


AGENCY finf^on 


PHYSrCAL DESCRIPTION:" C] ^ StOltCi 

“oif uityrtc chunL\( eubslQncd 
\n^ pbs 


ANALYST_ aun 
Evidence Wi 




Gross Wt (5 ): Q.bOS^r 


Gross Wt { I ): o.e.os^c 


t 


Pkg.Wt: Q.ID?^Q n 




A 


NetWf. 0.\0\'?'ri 




PRELIWUNARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 


Marquis^ 

Froehde's_ 

Mecke's 




Mlcrocrvstalline Tests 


Gold 

Chloride 


e 


e 


TLTA ( ) ^ 

OTHER TESTS 


o 


PRELIMINARY TEST RESULTS 
RESULTS CQCQ\r\t 

^ATE U-\8'\0 

€) 


GC/MS CONFIRMATORY TEST 
RESULTS COCQ\ r\C 

OPERATOR ASP _ 

date 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY feCBtOt 


ANALYST 


3LD 


Evidence Wt 












DRUG POWDER ANALYSIS FORM 


SAMPLE U 

No. of samples tested: ^ 


AGENCY ftPfilOn ANALYST SLD 

Evidence WL 


PHYSICAL DESCRIPTION; ^ ppr\lf (1 OrosaWt (l^): 

- off Lolortc dfuntvi substonco < >•- 

in \4 pbs ’“"fl'W'_ 

NelWt: L.nO'^?in 


PRELIMINARY TESTS 
Soot Tests 

o i 1 ^ 

O Thiocyanate ( ) rP ^ 


/7 Gold 
Chloride 


MIcrocrvstalllne Tests 


Marquis_ CD 


Z, TLTA ( . ) 11 1 


Froehde's_ CD 


OTHER TESTS 


Mecke's_ 


© 


PRELIMINARY TEST RESULTS 

results roC Q^nC-. 
xDATe U-\?^-lO 


GC/MS CONFIRMATORY TEST 

results cocQinc 

MS ^ 

OPERATOR AlH ) _ 

date U: 2 MiiO__ 


Revised 7/2005 





SarQ2!eJ^^^^^^P 
# samples tested: {^ 


(! cx1rci pbs- 


# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

% 

Gross 

Weight 

Packet Weight ■ 

Net 

Weight 

1 

o.isosa 

O.OB2SQ. 

O.OU?Dg 

26 




2 

o.msZ’ 

owqci 


27 




3 

Q 

V) 


28 




4 




29 




5 




30 




6 




31 




7 




32 




8 




33 




9 




34 




10 




35 




11 




36 




12 




37 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




43 




19 




44 




20 




45 




21 




46 




22 




47 




23 




48 




24 




49 




25 




50 




Calculations: ^ _l , . 

4o\q\ net tol = 0 .’ 

-Z= 

x|H-- t.oOTZq 

i42An 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested; 


AGENCY fcOSlOn ANALYST SLD 

\ _ Evidence Wt \/ 


PHYSICAL PESCRiPTION_I ~Q\r^nf r\ 'oCQlCCt 

' oif b5h\1(i \oa>:3dt^j subslo 
in 5 pbs 


G ross Wt (3)’ ^ .OOn^(^ 

Wt { j ): 0.5\HQ Q 

.. rN 1-2.! M ,.,0 


7 Gross 


P5<a- Wt; O.rSiMri 

Net Wt: 0 .'?)&S5n 




PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate 

Marquis _ 

Froehde's_ 

Mecke's 


) <2) 
e 
e 

Q 


Mtcroctvstalllne Tests 


Gold 

Chloride__ 

TLTAl 




OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS eocoint. _■ 

DATE \ \ - \^~ \D 


GC/MS CONFIRMATORY TEST 

RESULTS COOQinC 

A Ov 

OPERATOR ADU _ 

DATE l\-ZM-iO 


Revised 7/2005 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\ll_23_10\756742.D 

Operator : ASD 

Date Acquired : 23 Nov 2010 17:09 

Sample Name : BLANK 

Submitted by : 

Vial Number : 2 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756742.D Tue Jul 12 12:06:06 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756743.D 

ASD 

23 Nov 2010 17;23 

COCAINE STD 

43 

DRUGS 

RTE 


J^bundance 

! I 

! ! 

: 1500000! 


4!72 


TrC:75B733ir 


i 1000000i 


500000: 


L 0-- ... : • ^ ... ■ ■ ■ .- ■ I.. ■ ^ .. 

!rinie"> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.719 

1516715 

100.00 

100.00 


756743.D 


Tue Jul 12 12:06:09 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756743.D 

ASD 

23 Nov 2010 17 ; 23 

COCAINE STD 

43 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 4.72 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


S^bundance 



Averap of "4:692 to 4:8T4 min.: 76B7'43":D (-) 


182 


135 Ji 


198 


303 


272 


: 208 222 242 259 I 282 


355 


'm/z-> 40 60 80 100 1^0 140 160 l80 200 220 240 260 280 300 320 340 


Abundance 


80 


60j 


40 ; 


20 


0 


42 


8 ? 


55 68 


94 


105 


#29: COCAINE^ 


182 




'm/Z“> 40 


122 

135 :i 

...L,,..,.. 

198 

214 _ 

244 

272 

259.. 

303 

120 

l40 ' 180 180 

' 200 

' ' 2^0 ' 

' 240 ' 

2^ 2^0 

300 320 340 


756743.D 


Tue Jul 12 12:06:09 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756744.D 

ASD 

23 Nov 2010 17:36 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TrC:V5B744.0 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756744.D Tue Jul 12 12:06:16 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\11_23_10\756744.D 

Operator : ASD 

Date Acquired : 23 Nov 2010 17:36 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


AbundiSoe .TIC:75B744.0' 



^.00 ZSO 3,w _ 3.30 ' 4.00 ' 4.feo 5^0 5.bo 6.66 6,50 7.00 7.S0 8.00 8.50 9.00 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


756744.D Tue Jul 12 12:06:29 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756745.D 

ASD 

23 Nov 2010 17:50 


SLD 

45 

DRUGS 

RTE 


'Abuntfance 
; 2500000i 


2000000I 

I 

I 

1500000j 


1000000i 


500000j 


L. ., 

lTfrn^-> 2,00 2.^ 


TrCT75^‘45:D 

4173 


3.95 


_ _ ,1 V__^ ^ _ . ^ __ ^ ^ ... ^ 

3.00 ' 3.50" 4.bo I ' 4.50 ]^5.bo ' 5.5 0 ' 6.b b ‘ 6.bo ' 7.00 ' TsO ' 8.00 ' aSo^ 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.949 

1267897 

29.00 

40.85 

4.727 

3103531 

71.00 

100.00 


756745.D 


Tue Jul 12 12:06:32 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756745.D 

ASD 

23 Nov 2010 17:50 


SLD 

45 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality; 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


[Abundance 


Aver^^3:923 to 4.039" min (-) 

148 


80 ^ 


60 i 


40; 


204 


73 


101 






127 



20 

51 

42| ! I 

89 

117 

31 : 


135 

;;y _ 

^ ... 176 : 


I 0^ 





ii , 157 168 ! 186 195 J 

.. _ _ 281 

)n/z-~> 

40 50 60 70 

80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Abundance 

I eoj 

I 60j 

I 40 \ 

I 20‘ 


lf84039i: Imidazdl^T-bflMazore, 2','3', 5,6-IelT^yWo-6-phenyl- 

204 

148 


73 


10.1 


127 


51 63 


89 


1171 


176 


.. J.,. .. 

hi/z-> ’40 ’ 50 do ' 70 ' ’ 80 ' Oo 100 liO 'l2o' i:^o’ ’l4o' 150 166' ’l7o' lio l6o 200* 210 2^ 230 240 250 260 270 280 


756745 .D 


Tue Jul 12 12:06:33 2011 


Page 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

F:\Q4-2010\SYSTEM4\11_23_10\756745.D 

ASD 

23Nov2^0 17:50 

45 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 


Abundance 


80: 


82 


Ave7age75f 09510 4.'BDT min.: 756745:D" (-) 
182 


60 


40, 


201 


94 


42 


i 61 1 

i 

li: i,C ! 

, !.i 


1 f'-'i' 


105 


i! I 


122 


138 166 


198 


303 


207 222 242 253 


272 


281 


327 


Abundance 


80 ! 


^2 


^2^mCAlNE 


182 


60 i 


40i 


94 


i! 


105 


20 i 42 


! 


I 


61 


68 


i! In 

‘ ■ 1 I 


122 


0^: 




..135.If 


198 


214 


244 259 


272 


303 


piz-> 40 50 60 70 80 90 100 110 120130140150160 170180 190 200 210 220 230 240 250 260 270 280 29^^^^^^ 
756745.D Tue Jul 12 12:06:34 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4~2010\SYSTEM4\11__23__10\756746 .D 
ASD 

23 Nov 2010 18:04 

BLANK 
SLD 
2 

DRUGS 

RTE 



!r i me -> 2.5o 2.feo 3.00 3.50 ' '4.00 4.50 5.66 5.6o 6.00 6.56 7.00 7.5o 8.00 ' 8.50 9.6o 9,50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756746.D Tue Jul 12 12:06:51 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data 

File: 




File Name 

F:\Q4-2010\SYSTEM4\11 

23 10\756747.D 

Operator 

ASD 





Date Acquired 

23 Nov 2010 

18 :17 


Sample Name 






Submitted by 

SLD 





Vial Number 

47 





AcquisitionMeth 

DRUGS 




Integrator 

RTE 








4|73 

TIC; 756747:[1 

! 2500000 




? 



i 2000000 




; 



; 1500000 

i 

I 


3 




i 

; 1000000 



! 




. 500000 



i 

1 

1 


1 

i 

0- 


i 

;; 

1 


6.30 

,hrime--> 

ioo 2.50 3.00 

3.50 ’ 4,66 ' 4.50 

' 5.00 ’ 5.50 ’ 6.00 

6.50 ' f66 7.50 8.60 ' 8.56 9.60' 9.50 1 

Ret. Time 


Area 


Area % 

Ratio % 

3.949 


1418007 

18.55 

29.37 

4.055 


1182025 

15.46 

24.48 

4.732 



4828782 

63,16 

100.00 

6.302 



216018 

2 .83 

4.47 


756747.D Tue Jul 12 12:06:54 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Fr\Q4-2010\SYSTEM4\ll_23_10\756747.D 
ASD 

23 Nov 2010 18:17 


SLD 

47 

DRUGS 

RTE 


Search Libraries: 


PK# 


RT 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 


|A6un8ance 


80 


60! 


40 i 


20 i 


51 


Oi, 

'Tnfz-> 

^uridance 

I 801 

601 
40 < 

20 i 


Average of 3;WTo 4:02B min.: 756747.D' (-) 
148 


204 


73 


63 


42! 


! 


! 

i 

1 i 

■ 

i 


127 

i j 

i 

j 


89 

h i i 

117! ^ 

1 ! 

ii , 176 

1 i '181 

i.i 

,.■'109 

,jj|, 157 168 J 187 J_ 



i 6 o lio 12 o' 130 140 

160 160 l^o’ 260 


281 


"#126360: !midazo[2,T-b]thiazole, 2,3376'4etrahydro*6*pfienyt« 
148 


101 


73 


51 


tn/z-> 




63 

■I M I 


89 


m 


127 


:ii109 


1171 


176 


135 


156 


186 


40 50 60 


, i I I .j I ^i 1 i 3 ; 1.J _ T "i * I ^ i ' j ’ ’ ■ » ■ ’ i ' * I i I * ^ r I f 11 I , . , . , ^ _^ j ■ > ■ > • > • ■ ■ ... . 

70 80 90 100 do 120 130 140’ 150 160 170 180 190 200 2]0 220 230 240 2^0 


260 270 280 


756747.D 


Tue Jul 12 12:06:54 2011 


Page 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756747.D 

ASD 

23 Nov 2010 18:17 


SLD 

47 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


4.05 C:\DATABASE\NIST98.L 

Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 90 

Propionylprocainamide 1000248-51-5 72 

Benzoic acid, 4-amino-2-chloro-, 2- 000133-16-4 64 


Abundance 


i 


80 


60 


40 


20 


86 


Av^e ^'4152810 41 


42 i 71 


120 


110 


128 "537 147 '^^'^ 174 191 201 221 235 


281 


im/z-> io' 2^) 'sb' 4 'o s'o 'eb rb’ eb 90 160 ilb 120 iio i 4 o 150 ibb 170180 ibo 26o"2-io 22b 280 24 o 250 2^0 270 280 


iAbundance 


80^ 


#35017: Benzoic acid, 4-amino-,"2~-(dielhylamino)ethyl ester 
86 


60^ 


40^ 


20^ 




99 


30 42 58 71 


120 


110 


164 


137 


207 221 237 


Wz-> io 20 30 40 ’50 80 '7b 8b Oo lOo 110 120 ibO 140 150 160 170 l80 190 200 210 220 230 240 250 280 270 280 


756747.D 


Tue Jul 12 12:06:55 2011 


Page 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756747.D 

ASD 

23 Nov 2010 18:17 


SLD 

47 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 


4.73 C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 99 



^Abundance 


80 i 


60 i 


8? 


mdrojCAmB 


182 


40 j 

20 i 42 

0 


94 


105 


51 


68 


ij iqiji .. 


122 




135 


152 166 


198 


214222 


244 259 


272 


303 


Wz-> 40 5b' eb /o' 8b 9'6 ibo iio 12b I'sb lio iSO leo l/o iso ibo 260 210 220 2io 240 250 260 270"280 2b0 30b 


756747.D Tue Jul 12 12:06:56 2011 


Page 4 


Folk OIG PRR 039267 


























Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F:\Q4-2010\SYSTEM4\ll_23_10\756747.D 

ASD 

23 Nov 2010 18:17 



Integrator 

: RTE 



Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

PK# RT Library/ID 

Minimum Quality; 90 
Minimum Quality; 90 

CAS# Qual 

4 6.30 

C:\DATABASE\PMW TOX2.L 




Cocaine-M (benzoylecgonine) 

000519-09-5 

94 


Atropine AC 

@ 000000-00-0 

28 


DOM precursor-2 

000095-71-6 

23 

Abundance 

Average or6:2‘5D t6‘6.424 min.: imrmTf- 
124 

). . 

i 


801 


60; 


40! 


I 42 


82 105 


168 


20 ! 


i ! 94 


Oi. , 
(Abundance 


^ '■ 


J-J. 


138 


148 


184 


204 


253 267 


289 


327 341 355 * 


40 60 80 100 120 140 160 160 200 220 240 260 260 300 320 340 360; 

#2TS5:IJ6calfre-M^l^^ T^24 


124 


80. 


60! 


40 i 


20 ; 


77 


I 94 105 


168 


51 


; I, 


01 


289 


184 


261 


jm/z-> 


40 eb ’ 86 100 120 140 l6o ’ 180 200 220 24o 260 280 360 320 340 360 i 


756747.D 


Tue Jul 12 12:06:56 2011 


Page 5 


Folk OIG PRR 039268 






























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\11_23_10\756748.D 

ASD 

23 Nov 2010 18:31 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TfC; 756748:D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756748.D Tue Jul 12 12:07:00 2011 


Page 1 | 


Folk OIG PRR 039269 
















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integr’ator 


F:\Q4-2010\SYSTEM4\11_23_10\756749.D 

ASD 

23 Nov 2010 18:44 


SLD 

49 

DRUGS 

RTE 


Abundance 
; 2000000i 
i 15000001 
i 1000000^ 


Trc: 75674901 


4172 


i 500000 


i 0 ......i— \ —'f-T-'-T--, i 1 r ^ .— J.,-,—,— r —;-;—;—.—;—,—;—|— , —j—H" T ' (— i — i —^^; -r--1-1-^:—i-^-i-j—r....-..., I r ^ | r—i 

!rime~> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7,00 7,60 8.0O 8.50 9.00 9.50 


3.95 


-{.W 


Ret. Time 

Area 

Area % 

Ratio % 

3.948 

383448 

11.85 

13.44 

4.721 

2852448 

88.15 

100.00 


756749.D Tue Jul 12 12:07:03 2011 Page 1 


Folk OIG PRR 039270 













Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\11_23_10\756749.D 

Operator : ASD 

Date Acquired : 23 Nov 2010 18:44 

Sample Name 
Submitted by : SLD 

Vial Number : 49 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 


RT 


Library/ID 


CAS# 


Qual 


1 3.95 

C:\DATABASE\NIST98.L 
Imidazo[2,l-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 


Imidazo[2,l-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 


Imidazo[2, 1-b] thiazole, 

2,3,5,6-tet 

006649-23-6 

98 

Abundance 

i 

Average of 3.922 to 4.033 mm.: 756749.D (-) 

148 




i 80 

i 

i 60 

i 40, 

I 20j 

j ol 

;m /z-> 

iAbtincfance 

I 

801 
601 
401 


73 


204 


101 


127 

j 


89 


51 

42 ' 63 

;.il, Jii. l§z ,,. _ ..;i: ..,,.... 282 ^ 

40 50' 60 Vb " 80 100 lio 120 iiO l40 150' l 60 170 iSo lbb' 2bo 2'ib' 22 o 2io 240 2^0 2^0 27o' 280 


117^ 

I !|:i109 jh - 135 


: 157 


176 


#123424: lfTiidazo[2,1 -b]Shfaz61e, 2,S^S.S^etratiydro-S-phenyl- 
MS 

204 


73 


101 


20 ! 


45 

I 

37. I 


56 


127 


65 


89 


I 


;81 i. ■ ij 

... iJiL., , 


117I 

,:i|. 


135 


|j 157 


176 


189 


■'M’. . 


.. . ..1-..... 

Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 

Page 2 


756749.D 


Tue Jul 12 12:07:03 2011 


Folk OIG PRR 039271 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756749.D 

ASD 

23 Nov 2010 18:44 


SLD 

49 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 4.72 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

! \ 


80 i 


\ 


60 i 

I 


8 ? 


i 


AverBp“bT 4 : 6941 o 4 : 8 ' 2 ' 6 " min.: 756749 ; D (-) 
182 




40 


20 

0 


i 



303 

300 


Abundance 


80 ^ 


60 


40 


20 \ ^2 


61 


0 


8 ? 


i i 


68 


94 




105 

i 


122 


Li , 114 , 


135 




182 


152 166 


198 


214222 


244 259 


272 


303 


bi/z-> 40 50 60 7'0 80 90 l 6 o iiO 120 130 ' 140 150 l 60 170 180 190 200 210 220 230 240 250 260 270 280 290 SOO 


756749.D Tue Jul 12 12:07:04 2011 Page 3 


Folk OIG PRR 039272 































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q4-2010\SYSTEM4\11_2 3_10\756750.D 
ASD 

23 Nov 2010 18:58 


SLD 

50 

DRUGS 

RTE 


Rbuncisnce ...TIC: 756r50-.n 

i 4)73 


2500000) 
2000000 
1500000| 
10000001 
500000! 


3.95 

! 


i 

! 


lrime-> ” 2.66 2.60 

3.6o 3.60 4.00 4.6o 5.66 

5.60 6.6o 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area %' 

Ratio % 

3.949 

626267 

14.19 

16.54 

4.726 

3787397 

85.81 

100.00 



756750.D Tue Jul 12 12:07:07 2011 


Page 1 


Folk OIG PRR 039273 






Area Percent / Library Search Report 


Information from Data File: 


File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


F:\Q4-2010\SYSTEM4\11_23_10\756750.D 

ASD 

23 Nov 2010 18:58 


SLD 

50 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


1 3.95 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 97 


5\bun3in^ 


Averap of 3:5521&4:0391nlrf: 756750:0‘(T 
148 


80 i 


60 ; 


40 


20 


45 


73 


101 


127 


56 


89 


i I 


65 


117 


!m/z-> 


40 50 60 70 80 90 1 


Wi'l 

100 


,109 


f 


176 


. .. .135 , |h 157 

TT"! 1;■ I-j i *'i': 

110 lio 130 140 160 100 170 1 


187 


204 


... .1. ...281 

200 2-io 220 2^6 240 250 260 276 280 


Abunciance 


801 


73 


■#T 2 T 424 : fmfclaz^ 2 ; 375 ,^-leIf^by 8 rb'T>'phenyl- 

148 

204 


60 i 


40 i 


20 


45 
37. ! 


56 


65 I : 

. I,; . 


101 


89 ! I 


127 


117^ 

,! I .i 135 

■ .iiJUL...... 


h 157 


176 
I 189 


Oi,, I-..: il. .'X',, ,.,4-,. , ,.4..,,.,......: 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


756750.D 


Tue Jul 12 12:07:07 2011 


Page 2 


Folk OIG_PRR_039274 




























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\ll_23_10\756750.D 

Operator : ASD 

Date Acquired : 23 Nov 2010 18:58 

Sample Name : 

Submitted by : SLD 
Vial Number : 50 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality; 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 


iAbundance Ave7^^4W4 io 4:SZrnw.T 




756750.D Tue Jul 12 12:07:08 2011 Page 3 


Folk OIG PRR 039275 
























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

F:\Q4-2010\SYSTEM4\11_23_10\756751.D 

ASD 

23 Nov 2010 19:11 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TrCTTSSTSTTO" 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756751,D 


Tue Jul 12 12 : 07 :11 2011 


Page 1 


Folk OIG PRR 039276 





























Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756752.D 

ASD 

23 Nov 2010 19:25 


SLD 

52 

DRUGS 

RTE 


Abundance 



4 

72 

TIC: 

756752.D 

2000000 




: 


I 

! 

I 1500000 




1 





4.05 



1 

I 1000000 


3.9 





500000 


f 




1 

i 

Qi 


.......... 





tTime-> 

iho 2.^6 

3.00 3.fe0 4.00 ’ 4.50 

’ 5.00 ' 

” 5.50 ‘ 

6.00 6.50 7.00 7.50 8.00 8.50 9.66 9.50 


Ret. Time 


Area Area % Ratio % 


3.944 
4.050 
4.722 


786935 17.14 29.29 
1116675 24.33 41.56 
2686834 58.53 100.00 


756752.D Tue Jul 12 12:07:16 2011 


Page 1 


Folk OIG PRR 039277 










Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name :| 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data Pile: 

P:\Q4-2010\SYSTEM4\11 

ASD 

23 Nov 2010 19:25 


SLD 

52 

DRUGS 

RTE 


23 10\756752.D 


Search Libraries: 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3 . 94 

C:\DATABASE\NIST98.L 






Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,l-b]thiazole, 

2,3,5,6-tet 

006649-23-6 

98 



jAbundance 


80] 


60 ^ 


40 i 


m 




Ot, 


73 


45 


56 


65 


#123424: fmidazo[2', 1-b]Wazble. 2^3,5,Q-teTi^yd^ 

148 

: 204 


101 


127 


89 




117i 


135 


157 


176 


189 


40 ' 5'0 e'O 70 80 90 100 1 io 120’ 130 l4o 150 l60 170 l60 iOO '260 2-|o 2^0 230 240 250 260 27o' 280 


756752.D Tue Jul 12 12:07:17 2011 Page 2 


Folk OIG PRR 039278 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756752.D 

ASD 

23 Nov 2010 19:25 


SLD 

52 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# 

RT Library/ID 

CAS# 

Qual 


4.05 


C:\DATABASE\NIST98.L 

Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 
Propionylprocainamide 1000248-51-5 

Benzoic acid, 4-amino-2-chloro-, 2- 000133-16-4 


90 

72 

64 


Abundance 


80 


60 


40^ 


201 




86 


Ave f ap of 4.02T Id 4,151 min.: F) 


99 

i 

I 


120 


42 


58 


M 


71 


110 I 128^37i4ai66 


164 


175 191 208 221 234 


281 : 


Wz-> lb 7b 'sb 'ob ’lOO lio 120 130 140 l60 l60 17o' ibo 1^0 260' 2i0 So 230 240 26O 2^0 '270 280 

Abundance 


■■‘13BDT7:“Benzole acrd/4-amtn6F T-'(d]elhyfam!no}elhyl ester 
86 


80 j 
60| 
40! 
201 

ol. 


99 


120 


18 


30 42 58 71 


110 


, i. M ^ .| Lji ^ ; [ i 


164 


137 


207 221 237 


^/z-> 10 20 30 40 50 60 70 80 90 100 110 l20 130 140 150 16.0 170 180 190 200 210 220 230 240 250 260 270 280 j 

756752.D Tue Jul 12 12:07:17 2011 Page 3 


Folk OIG PRR 039279 


















Area Percent / Library Search Report 


Information from 

Data File: 

File Name : 

F:\Q4-2010\SYSTEM4\11 23 10\756752.D 

Operator 

ASD 

Date Acquired : 

23 Nov 2010 19:25 

Sample Name : 


Submitted by : 

SLD 

Vial Number : 

52 

AcquisitionMeth; 

DRUGS 

Integrator : 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW T0X2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

3 

4.72 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

. Average 6f4m51o 4:ei7 min: : 75675ZUH. 

82 


i 1 

1 182 

f 


601 



20 '*2 


O' 

.55 68 1 |l| jo8 

135 

152 166 

198 

214 

244 

272 

259 ; 

303 1 

i 

f, : 


40 ' 6b To" ioo 120 

’ 140 

i6o ' i^O ’ 

266 

220 

’240 

260 ‘ 2b0 

360 3^0 340 360 ' Mo 460 


756752.D Tue Jul 12 12:07:18 2011 Page 4 


Folk OIG PRR 039280 

























Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

F:\Q4-2010\SYSTEM4\11_23_10\756753.D 

ASD 

23 Nov 2010 19:38 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756753.D Tue Jul 12 12:07:20 2011 


Page 1 


Folk OIG PRR 039281 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\11_23_10\756761.D 

ASD 

23 Nov 2010 21:26 

BLANK 
SLD 
2 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


756761-D 


Tue Jul 12 12:07:27 2011 


Page 1 


Folk OIG PRR 039282 




















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11 

ASD 

23 Nov 2010 21:40 

COCAINE STD 
SLD 
62 

DRUGS 

RTE 


23 10\756762.D 


lAbun dance 

I ! 

; 1500000; 

J I 

I ; 

I 1000000 1 

i 

^ 500000: 


4i72 


TfUlTSOTBXD" 


i 

I 

i :: 


2.00 2 .ko 

3.00 3.50 ioo ’ 4.50 5.00 

6.60 6.00 

6.S0 7.66 7.50 8.00 8.50 9.66 9.50 j 

Ret. Time 

Area 

Area % 

Ratio % 

4.720 

1667351 

100.00 

100.00 


756762,D Tue Jul 12 12:07:29 2011 Page 1 


Folk OIG PRR 039283 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\11_23_10\756762.D 

Operator : ASD 

Date Acquired : 23 Nov 2010 21:40 

Sample Name : COCAINE STD 

Submitted by : SLD 

Vial Number : 62 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.72 C:\DATABASE\SLI.L 

COCAINE 000050--36-2 99 



Folk OIG PRR 039284 
































Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\11_23_10\756763.D 
ASD 

23 Nov 2010 21:53 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance 
; 1500 


TtC: 756763.0" 


E 


1000 ^ 


500 i 



Erime-> 2.00 iso 3.66 3.b0 4.bo 4.50 S.bo 5.50 6.b0 6.50 7.00 7,bo 8.00 8.50 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


756763.D Tue Jul 12 12:07:32 2011 Page 1 


Folk_OIG_PRR_039285 

















